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2169 S CENTURY BLVD 
MCDAVID, FL 32568 


Site: 001 

HORNE ED 

Inspection 

Type: PRELICENSE INSPECTION #2 
Date: NOV-1 7-2004 


Current Inventory; 141 adult dogs, 4 puppies 

This facility meets the minimum requirements for obtaining a Class "A” breeders license. The license fee of $120.00 is being 
sent with this report. 
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